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DRAFTED BY:USDERDA:IPI:IAEA:JWCLIFFORD 
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IO/SCT:L CAVANAUGH 

032008 
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TO USMISSION IAEA VIENNA PRIORITY 

UNCLAS STATE 254990 

E.O. 11652: NA 

TAGS: IAEA, TECH 

SUBJECT: IAEA MANUAL OF RADIOLOGICAL SAFETY ASPECTS OF THE 
OPERATION OF ELECTRON LINEAR ACCELERATORS 

REF: IAEA VIENNA 8801 

t MISSION MAY NOMINATE DR. WILLIAM SWANSON, STANFORD LINEAR 
ACCELERATOR CENTER, PO BOX 4349, STANFORD, CALIFORNIA, 94304, 

TO PARTICIPATE IN PREPARATION OF SUBJECT MANUAL DURING WEEK 
OF NOVEMBER 17-21, 1975, AS REQUESTED REFTEL. SUGGEST AGENCY 
CONTACT DR. SWANSON DIRECTLY RE ARRANGEMENTS FOR AGENCY TO 
COVER TRAVEL AND SUBSISTENCE EXPENSES. 

2. MISSION WILL BE INFORMED WHEN PROCESSING UNDER SECTION 
VIII, E.O. 10422 HAS BEEN COMPLETED. KISSINGER 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSULTANTS, PROGRAMS (PROJECTS), NUCLEAR SAFEGUARDS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 OCT 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE254990 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USDERDA:IPI:IAEA:JWCLIFFORD 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750373-0690 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751017/aaaaaoxm.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 IAEA VIENNA 8801 
Review Action: RELEASED, APPROVED 
Review Authority: buchantO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 SEP 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 SEP 2003 by MaustMC>; APPROVED <10 FEB 2004 by buchant0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA MANUAL OF RADIOLOGICAL SAFETY ASPECTS OF THE OPERATION OF ELECTRON LINEAR ACCELERATORS 
TAGS: TECH, IAEA, (SWANSON, WILLIAM) 

To: IAEA VIENNA 
Type: TE 
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